II.C

Procedures for
Distributing Chemicals
from Stockrooms to
Laboratories

The method of transport of chemicals between stockrooms and laborato-
ries must reflect the potential danger posed by the specific substance.

II.C.l    CHEMICALS

When chemicals are hand carried, they should be placed in an outside
container or acid-carrying bucket to protect against breakage and spillage.
When they are transported on a wheeled cart, the cart should be stable
under the load and have wheels large enough to negotiate uneven surfaces
(such as expansion joints and floor drain depressions) without tipping or
stopping suddenly.

To avoid exposure to persons on passenger elevators, if possible,
chemicals should be transported on freight-only elevators.

Provisions for the safe transport of small quantities of flammable liquids
include (a) the use of rugged pressure-resistant, nonventing containers, (b)
storage during transport in a well-ventilated vehicle, and (c) elimination of
potential ignition sources.

II.C.2    CYLINDERS OF COMPRESSED GASES

The cylinders that contain compressed gases are primarily shipping
containers and should not be subjected to rough handling or abuse. Such
misuse can seriously weaken the cylinder and render it unfit for further use
or transform it into a rocket having sufficient thrust to drive it through
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